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STEAM BOILER FITTINGS. 


A. McGLASHAN AND CO., 

ENGINEERS, MILLWRIGHTS, BRASS AND COCK FOUNDERS, 

COPPERSMITHS, ETC., 

VICTORIA WORKS, COAL YARD, DRURY LANE, W.C., 

Manufacturers of Brewing Coppers, Stills, and Worms, Refrigerators, Pumps, and 

Mashing Machinery, 

Distillers’, Dyers’, Chemists’, Tallow Heitors’, Oil and Stearins Works, and Oandle Manufacturers’ Utensils and Fittings. 
No. 51. No. 49. Na 61. No. 46. 



No. 46. Improved Self-Acting Alarm Whistle, Danger Signal, and High and Low Water Indicator, 
Consists of Cast-Iron Standard with Index Point, Brass Plate on Wheel engraved High and Low, Float 
Stone, Stuffing Box, Chain and Weight, Gun-Metal Cock and Whistle, Complete, ^3 iox. 

No. 49. Gun-Metal Steam Whistle, for Small Boilers. 

*. 5 / 6 13 (Largest Size) .. 7/6 I 5 n/6 

2 (Middle Size) .. .. 6/6 | 4.9/6 | 6.13/0 

No. 49 a. Gun-Metal Steam Whistle, with Cock and Lever for Small Boilers. 

1 .9/6 | 2.n/6 | 3.13/6 

No. 51. Gun-Metal Water Gauge, with Screwed Shanks, Fly Nuts, Fixed Metal Spanners, Glass 
Tube, and Vulcanized Indiarubber Rings, Complete. 

No. 1. 16/0 No. 2. 21/0 No. 3. 28/0 

Ditto, with Ebony Handles „ 17/6 „ 22/6 „ 30/0 

No. 61.—No. 1. 10/0 No. 2. 12/6 No. 3. 15/0 

No. 64. Small Size, 2/6 Large Size, 3/6 

Illustrated Catalogues on application. 
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No. 2. Gun-Metal Steam Cock, with Male and Female Ends, screwed to fit Pipe. 

r r r r i” n” 2" 

Bright .. .... 2/4 3/0 4/0 5/10 9/0 14/6 20/6 36/0 

Black. — — 3/9 5/6 8/6 12/6 19/0 34/0 

No. 13. Gun-Metal Globular Steam Valve, with Female Ends, screwed to fit Iron Pipe. 

r _r_r_ it _ir_ 2” 

Strong Pattern .. 6/o 7/6 12/0 16/0 21/0 30/0 

Light „ .. 4/6 6/0 8/6 11/6 15/0 25/0 

No. 22. Cast-Iron Globular Steam Valve, with Flange Ends for Superheated Steam. 

2 " _3^_ 4” S" _ 6 " 

Best pattern.. .. 42/0 63/0 84/0 105/0 120/0 

No. 27. Cast-Iron Standard, with Two Gun-Metal Safety Valves, and Wrought-Iron Levers. 

_ 2 _ 3 _ 4 _ 

50/0 60/0 80/0 

Hollow Cast-Iron Weights, Extra — — — 

No. 30. Gun-Metal Safety Valve, with Iron Lever passing through Guide, and screwed to fit Iron Pipe. 

_r_ 1" __i r 2 n 

8/6 10/6 14/0 18/0 25/0 

No. 31. Gun-Metal Safety Valve, with Iron Lever passing through Guide, and Flanged, to bolt 

on to Standard Pipe on the Boiler direct. 

2 " _ z \" 3" 4" 

No. 1. 24/0 33/0 42/0 56/6 

2 . 28/0 38/0 48/0 63/0 

3 . 40/0 56/0 60/0 80/0 

Illustrated Catalogues on application. 


A. McGLASHAN AND CO., 

ENGINEERS, MILLWRIGHTS, BRASS AND COCK FOUNDERS, COPPERSMITHS, &a, 
VICTORIA WORKS, COAL YARD, DRURY LANE, W.C. 
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STEAM ENGINES. 


IMPROVED VERTICAL, OR TABLE STEAM-ENGINE. 



The Engraving, drawn 
from a photograph, re¬ 
presents one of our 
8 horse - power Table 
Steam-Engines. These 
Engines are designed 
and constructed in ac¬ 
cordance with the most 
approved and modem 
principles of engineer¬ 
ing. The various parts 
are carefully got up, 
fitted, and finished in 
the very best manner, 
and in their construction 
particular attention has 
been paid to efficiency 
and economy in working. 
They are compact, well- 
proportioned, and hand¬ 
some-looking Engines, 
and when compared with 
Horizontal Engines they 
occupy much less space, 
do their work better, 
and what is of great con¬ 
sequence, the working 
parts wear regular; and 

it is well known that this is not the case with Horizontal Engines. For all purposes where a moderate 
amount of power is required (say from 4 to 15 horse-power), they are the best and most economical 
working Engines. 

A. McGlashan and Co. have manufactured and supplied a large number of these Engines to 
Brewers, Distillers, Builders, Saw Mill Proprietors, Printers, Oil Works, Candle Manufacturers, 
Chemists, Calendrers, Dyers, and others. 

Many of these Engines have been at work twenty years, and with the exception of new gun-metal bear¬ 
ings, and the pistons looked to occasionally, they have had no substantial or other repair done to them. 
Each Engine is supplied with a governor, throttle valve, and feed pump. 

The power of each Engine is calculated to do its allotted work with steam at 25 lb. to 30 lb. per 
inch, but if worked with steam at 40 lb. to 50 lb., the Engines are made strong enough to give out 
25 to 30 per cent, more power. 


A. McGLASHAN AND CO., 

ENGINEERS, MILLWRIGHTS, BRASS AND COCK FOUNDERS, COPPERSMITHS, &c., 
VICTORIA WORKS, COAL YARD, DRURY LANE, W.C. 
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COLOUR EXTRACTOR . 
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BOURA’S PATENT COLOUR-EXTRACTOR APPARATUS. 

FOR 

EXTRACTING COLOURING MATTER FROM DYE-WOOD, COCHINEAL, PERSIAN 

BERRIES, GALL, BARK, &c. 

These Apparatus, 400 being now in use, are well known and highly appreciated by the Firms using 
them for their good qualities, viz. Simplicity, Cleanliness, Economy of Fuel, and great Saving of 
Colouring Matter, and give the greatest satisfaction, as they extract more colouring matter in Two 
Hours than can be done by the old system of boiling in Eight Hours, and the colour is much 
superior in point of brilliancy. 

The saving of colouring matter produced by this Apparatus has been proved to be as follows: 
From all kinds of Dye-wood, 10 per cent. \ Cochineal, Persian Berries, and Galls, 15 per cent.; 
Bark, 25 per cent. 

The colouring mailer can be extracted at 1, 2, or 3 degrees T, if required\ 

Fig. 1. Showing the Working Position. 



A, Steam Cock ; B, Safety Valve ; 0 , Check or Back-Pressure Valve j D, Water-Supply Cock ; 22 , Colour-Discharge 
Cock ; F, Washing*out Cock j O, Water-Gauge Cock ; H, Steam-Guage Cock ; I, Air and Steam Outlet Cock. 

The above Apparatus is made of Copper and Gun Metal, with Gun-Metal Steam Cocks, Union 
Screws, Safety and Check Valves, and fixed on to Cast-Iron Standards, complete and ready for use. 

\ cwt.;£i6 I 2 cwt.^42 I 4 cwt. j£$s 

1 cwt. £30 I 3 cwt.^65 I s cwt .. .. ;£io5 

Testimonials and Prospectuses on application. 


A. McGLASHAN AND CO., 

ENGINEERS, MILLWRIGHTS, BRASS AND COCK FOUNDERS, COPPERSMITHS, &c., 
VICTORIA WORKS, COAL YARD, DRURY LANE, W.C. 
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BOILERS AND TUBES. 


THE FIELD BOILER, 

Of which Upwards of iooo are now Working in all Parts of the World, are Cheap, 
Compact, Economical, and Thoroughlv Efficient for all purposes. 


THE “FIELD” TUBES, 

Of which more than 200,000 have been applied to Boilers of all kinds, are Cheap, 
Easily Applied (without disturbing the Brickwork), Save Fuel, give 
Increased Power, Promote Circulation, and Prevent Leakage. 


The “ Field ” system is largely adopted by the British, Colonial, and principal Foreign 
Governments, Railway, Steamboat, and Dock Companies, Builders, Brewers, Distillers, Dyers, 
Engineers, Founders, and Printers; also in Cotton and Paper Mills, Iron, Steel, and Oil Works, 
Tobacco, Soap, Stearine, and Candle Manufactories; and by many of the most eminent firms, 
companies, and others, at home and abroad. 


ADVANTAGES. 

Safety. —It is the safest steam generator yet introduced. In the event of shortness of water, the 
worst that can happen is the burning of some of the tubes, which in fact serve as fusible plugs, so 
that the fire is extinguished without further damage. 

Circulation of the Water. —The circulation of the water in the tubes is absolutely perfect, 
and is unequalled in any other construction of Boiler. 

Economy in Space, Weight, and Fuel. —An enormous saving of space and weight is effected, 
and very satisfactory results as regards economy in consumption of fuel are obtained. 

Durability, Simplicity, Accessibility, and Cheapness. —Many Boilers on this principle have 
been in constant use for years without showing the least sign of deterioration. They are perfectly 
accessible for examination and repair, and as all the working parts are of the most simple con¬ 
struction, the Boilers can be produced ready for work at a very moderate cost, much below that of 
other descriptions of Boilers, when the saving in brickwork is considered. 

Advantages of “Field” Tubes for Existing Boilers. —The “Field” Tubes are largely 
adopted in Cornish and other Boilers of ordinary construction for increasing their evaporative 
efficiency and saving fuel. 

Facility of Fixing the Tubes. —The tubes can be readily fixed at small cost, by a very slight 
expansion of their upper ends, into the thinnest boiler plates, without the employment of any ferrules, 
bolts, nuts, screws, rivets, or other objectionable contrivance, and without removing the flue of the 
Boiler, or in any way interfering with the setting. 

Note.—M essrs. Sir W. G. Armstrong and Co., R. and W, Hawthorn, Thompson and Boyd, and Robert Stephenson 
and Co., in a recent Report, state that “The ‘Field* Boiler is easily repaired, safe in construction, and efficient in 
working.’* ' 1 _ 

Testimonials and Pamphlets on application. 


A. McGLASHAN AND CO., 

ENGINEERS, MILLWRIGHTS, BRASS AND COCK FOUNDERS, COPPERSMITHS, &c, 
VICTORIA WORKS, COAL YARD, DRURY LANE, W.C. 
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BOILERS AND TUBES. 



i 


FIELD” BOILER AND TUBES, 


THE “FIELD” PATENT BOILER, 
With Downdraught and Flue at Side. 


THE “ FIELD * BOILER, 
With Central Uptake. 


CORNISH STEAM BOILER, CYLINDRICAL, or Egg-ended STEAM BOILER, 
With Single Furnace. Fitted with “Field” Tubes. 


A. McGLASHAN AND CO., 

ENGINEERS, MILLWRIGHTS, BRASS AND COCK FOUNDERS, COPPERSMITHS, &c., 
VICTORIA WORKS, COAL YARD, DRURY LANE, W.C. 
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LEATHER MACHINE BANDING, LACES, ETC. 


CONTRACTORS TO HER MAJESTY’S GOVERNMENT. 

TRADE 

S.P. 

MARK. 

LEATHER MACHINE BANDING. LACES, Etc. 

The “S.P.” Leather, manufactured after the principle of Preller’s expired Patent, with those 
improvements which long experience has suggested, is particularly adapted for Machine Banding, 
Laces, Rope, &c. It is especially suited for hot climates, and for driving heavy Machinery, as it 
retains its suppleness when exposed to heat ; and its great strength and durability render it cheaper 
in use than any other. 

PRICES FOR “S.P.” LEATHER. 

MACHINE BANDS, TWICE STRETCHED, SEWN WITH LACES, BUTTS ONLY, NO SHOULDERS 


USED. 

Single. , Double. 

s . d . i s . d . 

1 inch, per foot. 04$ 2 inch, per foot. 20 

I* » 07 ! 2* » 25 

2 » . 09 3 » . 2 IO 

2 * » II 3 * », . 3 4 

3 n 14 4 » . 3 IO 

3 * ». . 1 7 * 1 4 * » . 4 4 

4 . 1 11 ! 5 » . 48 

4* >, .22 , 6 „ S7 

5 .. *S I 7 „ 69 

6 » . 3 0 8 »» 80 

7 » . 3 7 9 . 90 

8 „ .42 10 „ . 10 2 

9 ». . 4 9 n . 11 4 

10 „ . 5 3 1* » . 12 6 


Tanned Leather Bands at the same Prices. 


LACES. 

Sewing. Lashing. 

s . d . j . d . 

i£ feet long, per gross . 60 .... 60 

2 „ » 9 0 • • • • 9 0 

2* » . 13 6 -. 13 6 

3 »> .» 18 0 22 o 

3^ » »» 24 o .... 29 o 

4 .» .. 30 o 3 6 0 

4 * »» » 3 6 o 44 o 

5 » » 44 o 54 o 

5 * » ». 54 o 64 o 

6 „ „ 66 o .... 76 o 


N.B.—Laces supplied in any quantities at the above Prices. 

ROPE, per lb.2 s. 6d. to 3 s. 6d. 

TWISTED LEATHER, at per foot, according to size, being a substitute for Cat-gut 

STEVENS, PELLATT, AND CO., 

69 and 70, TOOLEY STREET. City Offices: 51, KING WILLIAM ST REE T. 
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